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FIGURES FOR/SBB TURNOVER IN KREIS LEIPZIG (2 pp; German; 25X1 A 


This doc ume nt consists of two printed tables with typewritten entiies (carbon 
copies). Both are for Kreis Leipzig, and apparently were prepared by the Main Depart- 
ment for Economic Plannirg under the Minister-President of Land Sachsen. 

The first, dated 15 February 1951, is addressed to the Landrat of the Kreis and 
covers the retail goods turnover fM ft rHhrarte x (B nra n i a « li ^ sixxiiiPdgfcqi.cij68acs for 

the third quarter of 1950. The headings across read: Type of Goods; Total for 3rd 
Quarter (with breakdown for Planned, Actual, and $>) ; Breakdown by Type of Retail Out- 
let — HO (Trade Organization), Consumer Cooperatives, Other Types of Trade (each 
further subdivided by Planned, Actual, and $>) . Headings down read: Tot al; F oodstuffs ; 
Industrial Consumer Goods, including: Shoes, Textiles, Other; Alcoholic Irla Beverages 
and Tobacco. 

The second table, dated 14 February 1951, concerns the Economic Plan for goods 
turnover for the first quarter of 1951. Headings across read: /Total, HQ, and 
Consumer Cooperatives, with breakdowns under HO for FoodaAiiMBi Industrial 

Good1^''Mkin Restaurants, and Centrally Administered Projects. Headings down read: 

Total?; Foodstuffs; Industrial Goods, including Shoes, Textiles, and Others; Alcoholic 
Bevereges and Tobacco. A separate column handwritten in the margin is headed "Private*. 

All figures in both tables are in 1,000 Deutsche marks. 
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jjcm OF THE BOEHLEN SYNTHETIC FUEL PLANT (27 PPJ German; undated) 



This report consists of two parts. The first, 8 pages, typewritten, consists 
of (A) a list of machinery and installations, e.g., turbo-compressors, high-pressure 
nitrogen compressors, high-pressure air compressors, fuel tanks and their contents, 
wtc . , in Projects 1, 9, 405, and 411 J (B) a detailed list of installations, e.g., 
assembly, electrical, and other workshops, pumping stations, distillation departments, 
transformer houses, storage facilities, garages, etc., in the Ostwerlc and Westwerk 
(aastyplant and west plant) in Project 9. 

The second part consists of 19 photostats of 5 composite sketches, showing aadc 
installations, roads, railroad tracks etc., within the plant area. 

Numbers on the sketches apparently correspond to the numbers on the lists mentioned 
abo-\ie. 
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